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Contents Biography 


e — Biography Andrew Millard has been the Chief Financial Officer at UKHO since 
June 2007. Andrew is a chartered accountant was previously group 
financial director at McMillan-Scott PLC and finance director of the 
Wolverhampton Express and Star newspaper group. 
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